Chambers, Liz 


From: 

Sent: 

To: 

Cc: 

Subject: 

Importance: 


MURPHY, Virginia 

Tuesday, December 09,1997 10:41 AM 

Chambers, Liz 

OSBORNE1, Kevin 

FW: Mass - Attachment header 

High 


Hi Liz. Header on the top of each page of each document attached to 
our 

Massachusetts submission should state "Attachment_to December 15,1997 

annual report of Nicotine Yield Rating Information submitted by Philip 
Morris Incorporated to the Massachusetts Department of Public Health". 

At the bottom of each page of each document (either centered or on the 
right side) please add Page_of_. 

Please see the key to attachments that Kevin provides beiow. Key is for 
our internal use only - not for reference on the submission. 

Thank you very much. 


From: Osborne, Kevin on Tue, Dec 9, 1997 8:38 AM 
Subject: Mass - Attachment header 
To: Murphy, Virginia 

For "ATTACHMENTS", do not identify in further detail. Below is internal 
key. 

ATTACHMENT A - the per packing reports 
ATTACHMENT B - "blacklined" CDC protocol from Fed. Reg. 

Note- needs to be referenced in draft letter; and consequently 
referenced ATTACHMENTS "B" & "C" need to renamed "C" & "D" in draft 
ATTACHMENT C - Fidus letter 
ATTACHMENT D - pH method 
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Source: https://www.industrydocuments.ucsf.edu/docs/krwl0001 


